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SERIES 001: TECHNICAL AND TRAINING MANUALS AND RELATED MATERIAL 



Box 001: 



Technical 
Manual # 



Other # 



Folder Contents 



N/A 



268/28 



WRAMC-TV Closed Circuit; AFIP, and related papers. 



N/A 



N/A 



Selected Autopsy Technics for Aircraft Accident Investigations (film 
titles, scenes, narration). 



N/A 



N/A 



Motion Picture Requirements (tentative titles, content, and 
justification), by Frank M. Townsend. 
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Technical 

Manual # Other # 



Folder Contents 



N/A 268/28 Motion Pictures (General); Scripts for four films: Intestinal Biopsy 

Capsule; Total Body Measurement of Natural and Acquired Radioactivity 
in Man; Closure of Antra-Oral Fistula; and Surgical Excision of Oral 
Leukoplakia (268/28) 

N/A 268/28 Motion Pictures: The Dentist on Trial, 1962; includes final script, 

scenario, supplemental information, and AFIP weekly bulletin calling for 
actors. 

N/A N/A "yANCy" (rescue breathing trainer) Evaluations; photograph and 

assembly chart of mannequin. 

TM 8-27 N/A Technical Manual - Centralized Material Section. Illustrations of medical 

equipment. 

N/A 1004-06 Mannequins - X-ray, 1957-1958 (specifications and design) 

N/A 1004-06 Mannequins - Army First Aid, 1960. Lesson plan, specifications. 

Schematic drawing, and evaluation. 

N/A 1004-06 Mannequins - Resuscitation, 1957-1959 Photographs and charts - 

technique, design, comparison of rescue breather vs. tube-type device. 

Box 002: 
Technical 

Manual # Other # Folder Contents 

TM 8-237 The Optical Technician, 1957. Technical Manual. Photographs, charts, 

and illustrations - anatomical drawings, scientific principles, equipment. 

TM 8-234 1004-07 EENT Technicians, 1958. Technical Manual. Photographs and 

Illustrations— anatomical drawings, preppingthe patient, instruments, 
equipment. 

TM 8-230 1004-07 Medical Corpsman, Medical Specialist. Technical Manual. Photographs 

and illustrations - administering oxygen, Beckman oxygen analyzer, 
oxygen cylinder attachments, heart-lung resuscitation. 

TM 8-227 N/A Medical Laboratory Specialist. Technical Manual. Album of Illustrations. 

Photographs, charts, and illustrations - laboratory techniques, 
equipment, and reading test results. 
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Manual # Other # 



Folder Contents 



N/A 1004-07 Anatomy and Physiology, 1960. Technical Manual. Outline for proposed 

manual. 

N/A 1004-06 Moulages. Casualty simulation. Product information brochures for 

training aids and equipment such as CPR mannequins, laryngoscopes, 
suction devices, synthetic casualties; Instructor's Guide for Casualty 
Simulation Kit Device IIEIO. 

N/A 1004-06 Moulages. Prostate Trainer, 1960. Correspondence related to the 

possible purchase and lending of a model for prostate testing. Also 
correspondence related to a rescue breathing trainer. 

N/A 1004-06 Moulages. Ostomy Trainer, 1958-1963. Correspondence, photographs, 

diagrams, product information brochures, teaching charts, and 
instruction manual related to ostomy training. Also Instructor's 
Evaluation Report for Training Devices (completed). 

N/A 1004-06 Moulages. Intramuscular injections - Chase Doll. Correspondence, 

photograph, product information sheet, diagram, and instructions 
related to an intramuscular injection trainer. 

N/A 1004-06 Moulages. Hot wet compress, 1958. Correspondence, memoranda, and 

photograph related to a cellulitis trainer for the hand. 

N/A 1004-06 Moulages. Debridement trainer, 1957. Photographs and memorandum 

related to arm or thigh moulage. 

N/A 1004-07 Graphic Training Aids, 1962. Training material requirements list 

(general), and specific aids needed for maternal and child care; disease 
prevention; nutrition; and village sanitation. 

N/A N/A Training Aids Committee Meeting Report, 1976. Draft of the minutes of 

the committee meeting of July 13 1976. 

N/A 1004-06 Mannequins. X-ray, 1959-1961. Correspondence, illustrations, and two 

copies of a final report regarding the development of an x-ray training 
mannequin. 
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